FIA Formula 1 
World Championship.. 


7 i: 


2021 EMILIA ROMAGNA GRAND PRIX 
15 - 18 April 2021 





From The Stewards Document 49 


To The Team Manager, Date 18 April 2021 
Aston Martin Cognizant F1 Team 
Time 15:51 


The Stewards, having received a report from the Technical Delegate (document 47), have 
considered the following matter and determine the following: 


No/ Driver 5- Sebastian Vettel 


Competitor Aston Martin Cognizant F1 Team 


Time 14:55 
Session Race 
Fact All tyres were not fitted at the 5 minute signal. 


Offence Breach of Article 36.4 of the FIA Formula One Sporting Regulations. 
Decision Ten Second Stop and Go Penalty. 


Reason The Stewards reviewed the report from the Technical Delegate and video evidence. 
The rear wheels of car 5 were not fitted at the 5 minute mark as required by Art 36.4. 
The stewards applied the mandatory penalty. 


Competitors are reminded that they have the right to appeal certain decisions of the 
Stewards, in accordance with Article 15 of the FIA International Sporting Code and 
Article 10.1.1 of the FIA Judicial and Disciplinary Rules, within the applicable time 
limits. 


Tim Mayer Silvia Bellot 
Tom Kristensen lacopo Arcangeli 


The Stewards 


